viii                                                                                 ACKNOWLEDGMENTS

Keith A. Ito, National Food Processors Association, Concord, Cali-
fornia

G. Jarvis, Health Protection Branch, Health and Welfare, Canada
D. C. Kilsby, Unilever Research Laboratory, Colworth House, Sharn-
brook, Bedford, United Kingdom

R. Nickelson, II, Seafood Technology Section, Department of Animal
Science, Texas A&M University, College Station
A. Peterson, Campbell Soup Company, Camden, New Jersey
H. Michael Wehr, Oregon State Department of Agriculture, Salem
Roy Widdus, Institute of Medicine, Washington, D.C.